CATALOGUE  No.  9 


aCp-J 


AND  S  PECIALT  I  E  S 

/  ^ 


FOREWORD 


It  is  with  pride  that  we  present  for  your  consideration,  our  line  of  Glassware 
which  includes: 

Illuminating  Glassware  for  Commercial  use 
Illuminating  Glassware  for  Domestic  use 
Blown  Reflectors  for  Indirect  Lamps 
Cut  Glassware  for  Colonial  Fixtures 
Oil  Fonts  for  Kerosene  Lamps 

Opal  Decorated  Chimneys  and  Parts  for  Lamp  Assembly 
Blown  and  Pressed  Crystal  Parts  for  Lamp  Assembly 
Cylinders  and  Globes  for  Outdoor  Fixtures 
Globes  and  Shades  for  Gas  Lighting 
Globes  for  Kerosene  Lanterns 


INFORMATION  FOR  ORDERING 


Prices:  For  LIST  PRICES,  see  Printed  List  for  this  Catalog. 

Terms:  Bills  —  First  to  fifteenth  payable  on  twenty-fifth  of  the  month. 

Bills  —  Sixteenth  to  thirty-first  payable  on  the  tenth  of  the  following 
month.  1%  allowance  for  cash  or  30  days  net  from  date  of  bill. 

Shipments:  All  shipments  are  f.  o.  b.  factory  at  Wellsburg,  West  Virginia.  No 
freight  allowance.  No  allowance  for  breakage  or  loss  while  ship¬ 
ments  are  in  transit. 

C.O.D.  Orders  to  be  shipped  on  C.  O.  D.  or  sight  draft  basis  should  be 

Shipments:  accompanied  by  check  for  25%  of  the  amount  of  purchase,  as 
deposit. 

Routing:  Orders  received  by  us  without  shipping  directions,  will  be  forwarded 

via  cheapest  way.  If  your  order  is  to  be  shipped  by  a  carrier  by 
water,  specify  if  shipments  are  to  be  covered  by  Marine  Insurance. 

Claims:  Claims  for  damaged  or  lost  merchandise  should  be  made  with  the 

carrier.  Our  responsibility  ceases  after  shipment  is  delivered  to  the 
transportation  company  in  good  order. 


*  *  * 


All  Sales  and  Contracts  are  Subject  to  Strikes,  Accidents,  or  Other  Unavoidable 
Delays.  All  Quotations  are  Subject  to  Change  Without  Notice. 


ERSKINE  GLASS 


808  Unit 
al  Bottom 


No.  698  UNIT 
Louvre  Bottom 


Super  Lux 
Unit 

/ 


No.  1200  UNIT 
Louvre  Bottom  and  Clear  Lines 


C.R.I.  or  OPAL  BALLS 

No. 

Width 

Depth 

Fitter 

61  1 

6” 

6" 

3  'A  " 

71  1 

7" 

7" 

3  'A  " 

81  1 

8" 

8" 

3  'A -4" 

101  1. 

10" 

10" 

4-5-6" 

1211 

12" 

12" 

6" 

141  1 

14" 

14" 

6-7-8" 

1611 

16" 

16" 

6-7-8" 

CRYSTAL  BOTTOM  UNITS 

No. 

Depth 

Fitter 

808 

8  A" 

4" 

812 

12" 

6" 

816 

16" 

6" 

LOUVRE  BOTTOM  UNIT 

No.  698  10 

x  10x6" 

SUPER  LUX 

COMMERCIAL  UNITS 

No. 

Width 

Depth 

Fitter 

670 

6" 

6" 

3  'A" 

672 

8  'A" 

7" 

4" 

674 

10" 

6  'A  " 

4" 

676 

12" 

7 'A" 

6" 

678 

14" 

8  'A  " 

6" 

680 

16" 

9  %" 

6" 

No.  1200 

UNIT 

Diameter  1  2  'A  " 

Depth  1  0  'A  " 

Fitter  6" 
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No.  3-V 
No.  33 
No.  33  I 
Crystal  Rim 
Crystal  Center 


No.  L-66 
No.  L-68 
No.  L-l  10 
Louvre  Bottom 
with  Hole 


EESKINE  GLASS 


Drilled  3  Holes  for  Chain 
Diameter  I  0  3/s  " 
Furnished  in  Crystal  Satin 
and  Tinted 

Rose,  Blue,  Green,  Honey 


No.  3-V  Drilled  4  Holes 

No.  33  Drilled  3  Holes 

No.  33  I  Drilled  I  Hole 

Diameter  I  0  3/s  " 

Colors:^Rose,  Green,  White 
^Blue,  Ivory,  Amber 


No. 

Width 

Depth 

Fitter 

664 

6  '4  " 

3  %  " 

6"w 

Finish 

864 

8" 

4" 

8"  W 

White  with 

1064 

10" 

4 '4" 

io"r 

Clear  Lines 

667 

6  '4  M 

3  34  " 

6"  k 

White  with 

867 

8" 

4" 

8"  m 

Crystal  Bottom 

1067 

10" 

4  '4" 

10"  r 

' 

TWO  TONE  UNITS 
Rose,  Green,  Ivory 
Diameter  6  *4  ",  Depth  3  54  " 
Fitter  6" 


Additional  Crystal  Satin 

Finishes  White  Enamel 


No.  665 
No.  865 
No.  1065 
No.  1265 
Louvre  Bottom 
White  and  Ivory 


No.  664 
No.  667 
No.  864 
No.  867 
No.  1064 
No.  1067 
White  and  Ivory 


No.  600 
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ERSKINE  GRASS 


No.  655 
No.  654 


No.  652  / 
No.  651  JT 


Dec.  No. 


I  I 


No. 

Diameter 

Fitter 

Description 

640 

8  Vi" 

4" 

Crystal  Bottom 

643 

6" 

4" 

Crystal  Bottom 

644 

8  Vi  " 

4" 

Crystal  Bottom 

651 

6" 

4" 

Louvre  Bottom 

652 

8" 

4" 

Louvre  Bottom 

654 

6" 

4" 

Pin  Stripe 

655 

8" 

4" 

Pin  Stripe 

No.  645  1 

No.  646  -  Dec.  No.  I  0 
No.  647  J 


No.  663 
No.  662 
No.  661 


No.  648 — Dec.  No.  10 


No. 

Diameter 

Fitter 

Description 

645 

8  Vi  " 

4" 

Crystal  Top  and  Bottom 

646 

6" 

4" 

Crystal  Top  and  Bottom 

647 

6" 

3  'A  " 

Crystal  Top  and  Bottom 

648 

4  Vi " 

2 'A" 

Crystal  Top  and  Bottom 

661 

5  %  " 

3  ’A" 

Louvre  Bottom 

662 

5  %  " 

4" 

Louvre  Bottom 

663 

8" 

4" 

Louvre  Bottom 
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ERSKINE  GLASS 


No.  93 


No.  791 
No.  792 


No.  657 


No.  93  White  Clear  Line 

Diam.  3  Vs  ",  Ht.  3  %  ",  Fitter  1  Vs  " 
Also  Made  in  Opal  Glass 

No.  606  Opal  Half  Shade 
Length  5  Vs",  Fitter  2 'A  " 

Also  Made  with  Black  Lines 

No.  653  Opal,  Black  Lines 

No.  793  Opal  Half  Shade 

Diam.  3",  Ht.  4",  Fitter  1  %" 

Length  5  Vs  ",  Fitter  2  'A  " 

Also  Made  in  Plain  Opal 

Also  Made  with  Black  Lines 

No.  657  Opal  Unit 

Nos.  791  and  792  Opal  and  Ivory 

Diam.  4  3/s  ",  Ht.  5",  Fitter  4" 

79  1 — 2  'A  "  Fitter,  792 — 1  %  "  Shank 

Also  Made  with  Black  Lines 

Dia  m.  5  3A  ",  Height  3  3A  " 

No.  200 
No.  E900 


BATH  ROOM 
SHADES 


No.  623  Opal  Half  Shade 

No.  465  Half  Shade 

Length  5  Vs  ",  Width  4  3/e  " 

Clear  Bottom  and  Pin  Stripes 

Fitter  2  'A  " 

Length  6",  Fitter  3  'A  " 

No.  200  Diam.  4",  Fitter  2  'A  " 

No.  463  Half  Shade 

No.  E900  Diam.  5",  Fitter  2  'A  " 

Clear  Lines  and  Crystal  Bottom 

Super  Lux  Opal  Glass 

Length  6",  Fitter  3  1 A  " 

No.  463 
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ERSKINE  GLASS 


SUPER  LUX  GLASS  WITH 
FLORAL  DECORATION 
Pink,  Blue,  Tan 
Diameter  8",  Depth  6" 
Fitter  4" 


SUPER  LUX  GLASS  WITH 
FLORAL  DECORATION 
Pink,  Blue,  Tan 
Diameter  8",  Depth  6 'A" 
Fitter  4" 


SUPER  LUX  GLASS  WITH 
FLORAL  DECORATION 
Pink,  Blue,  Tan 
Diameter  7",  Depth  5  A" 
Fitter  4" 


No.  691 
Dec. 
No.  13 


No.  645 
No.  646 
No.  647 


Decorated 

with 

Stripes 


No.  652 
No.  651 


Decorated 

with 

Lines 


ENAMFLED  GLASS 

CRYSTAL  TOP  AND  BOTTOM 

No.  645 

Diameter  8  '/j  ",  Fitter  4" 

No.  646 

Diameter  6",  Fitter  4" 

No.  647 

Diameter  6",  Fitter  3 'A  " 

ENAMELED  GLASS 
CLEAR  LOUVRE  BOTTOM 
No.  652  Diameter  8",  Fitter  4" 
No.  651  Diameter  6",  Fitter  4" 


ENAMELED  GLASS 

CLEAR  LOUVRE  BOTTOM 

No.  663 

Diameter  8",  Fitter  4" 

No.  662 

Diameter  5  %  ",  Fitter  4" 

No.  661 

Diameter  5  3A  ",  Fitter  3  'A  " 
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EESKINE  GLASS 


No.  58 
No.  4  I  I 
No.  103  I 


No.  414 


OPAL 

INDIRECT  SHADES 

No.  58 

Diameter  8",  Fitter  2 'A  " 

No.  41  1 

Diameter  1  0",  Fitter  2  'A  " 

No.  1031 

Diameter  6",  Fitter  2  'A  " 

OPAL  INDIRECT  SHADE 
Diameter  10",  Height  5  %  " 
Fitter  2  Vs  " 


OPAL  INDIRECT  SHADE 
Diameter  10",  Height  6 'A" 
2  Vs  "  Combination  Fitter 


MISSION 
BELL  SHADES 
No.  50  6" 

No.  52  7" 

No.  54  8" 

All  with  2  'A  " 
Fitter 


Opal  Glass 


SEMI-FLAT 
REFLECTORS 
No.  2007  7" 

No.  2009  9" 

Fitter  Size 
2  'A  " 


Opal  Glass 


STUDENT 
LAMP  SHADE 
Diameter  6" 
Depth  5" 
Fitter  Size 
2  'A  " 

Opal  Glass 


No.  456 


No.  50 
No.  52 
No.  54 


No.  2007 
No.  2009 
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ERSKINE  GEASS 


No.  3  10 

Diameter  6",  Fitter  3  'A  " 
White  with  Clear  Lines 
Amber  with  Black  Lines 
White  with  Black  Lines 

No.  3  15 

Diameter  6",  Fitter  3  'A  " 
White  with  Black  Lines 
Amber  with  Black  Lines 

No.  3  17 

Diameter  6",  Fitter  3  'A  " 

No.  326 

Diameter  5",  Fitter  3  'A  " 
Crystal  Roughed  Inside 

No.  320 

Diameter  5  5/s  ",  Depth  6  Vj  " 
Fitter  3 'A" 

White  with  Clear  Lines 
White  with  Black  Lines 

No.  322 

Diameter  6",  Fitter  3  'A  " 

No.  822 

Diameter  8",  Fitter  4" 
White  with  Clear  Lines 
Amber  with  Black  Lines 
White  with  Black  Lines 

No.  324 

Diameter  6",  Fitter  3  'A  " 
Crystal  Glass,  Amber  Glass 

No.  455 

Diameter  6",  Fitter  3  'A  " 
Super  Lux  Opal  Glass 

No.  506 

Diameter  5",  Height  6  5/s  " 
Fitter  3  'A  " 

Crystal  Roughed  Inside 
Transparent,  Amber 


No.  506 
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CUT  GLASSWARE  — 


ERSKINE  GLASS 


No.  9  GRAPE  PATTERN 


No.  51 


No.  227 


No.  223 


No.  61  I  '/a 
No.  81  I  Vt 


No.  193 


No.  227  Colonial  Chimney 
Diameter  6",  Fitter  3  'A  " 


SQUAT 

BALL  GLOBES 

No.  61  1  Vi 

Diam.  6",  Fitter  3  'A  " 

No.  81  1  Vi 

Diam.  8",  Fitter  4" 

No.  51  Electric  Shade 
Diameter  4",  Fitter  2  'A  " 


No.  223  Colonial  Chimney 
Diameter  3  %  ”,  Height  6  'A  " 
Fitter  I  s/s  " 


No.  193  Colonial  Crimped  Top 

No.  8  Globe  with  3  'A  "  Fitter 

Diameter  4",  Height  5  'A  " 

Diameter  6",  Depth  6 'A  " 

Fitter  2  'A  " 

Drilled  One  Hole 

No.  224  Colonial  Chimney 

GRAPE  CUT  CYLINDERS 

Diameter  4  'A  ",  Height  6" 

No.  1  000  Diam.  3  Vs  ",  Height  4  Vi  " 

Fitter  1  5/e  " 

No.  1406  Diam.  4",  Height  6" 

No.  1000 
No.  1406 


No.  1008 
No.  1010 
No.  1012 


No.  2206 
No.  2208 
No.  2210 
No.  2212 


No.  224 


STRAIGHT  SIDE  BOWLS 
No.  1008  Width  8",  Depth  3  Vt" 
No.  1010  Width  10",  Depth  3  Vt" 
No.  1012  Width  12",  Depth  4  'A" 


STRAIGHT  SIDE  BOWLS 

No.  2206 

Width 

6",  Depth  3  '/a" 

No.  2208 

Width 

8",  Depth  3  ■/•" 

No.  22  10 

Width 

10",  Depth  3  Vs" 

No.  2212 

Width 

12",  Depth  3  %  " 
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ERSKINE  GLASS 


No.  708 
Decorated 


No.  500 
Decorated 


No.  472 

Crystal  Bottom 


No.  502 
Tinted 


No.  7  1  7  Diameter  4  %  " 

No.  500  Diameter  4  %  " 

Rose,  Blue,  Ivory 

Pink,  Blue,  Y ellow 

No.  716  Diameter  4  'A  " 

No.  472  Diameter  4 'A  " 

Rose,  Blue,  Ivory 

White,  Amber,  Blue 

No.  714  Diameter  4  3A  " 

No.  720  Diameter  4 'A  " 

Rose,  Blue,  Ivory 

Rose,  Blue,  Ivory 

No.  715  Diameter  4 'A  " 

No.  471  Diameter  6 'A" 

Rose,  Blue,  Ivory 

Rose,  Blue,  Ivory 

No.  713  Diameter  4" 

No.  502  Diameter  5" 

Rose,  Blue,  Ivory 

Rose,  Blue,  Ivory 

No.  708  Diameter  4 'A  " 

No.  510  Diameter  4  'A  " 

Rose,  Blue,  Ivory 

Rose,  Blue,  Ivory 

ERSKINE  GLASS 


No.  3/F 


OPAL  GLASS 
DECORATION  95 
‘'POPPY" 


No.  1505 


No.  433  GLOBE 

No.  1505  SHADE 

Diameter  7  '/e  ",  Height  7  'A  " 
Top  Opening  3  '/e  ",  Fitter  3  Vb  " 

No.  15 

SHADE 

Diameter  7",  Height  6  Vi  " 

No.  3/F  GLOBE 

Diameter  6",  Height  7" 

Diameter  7  Vi  " 

Height  7  'A  " 

Top  Opening  2  %  ",  Fitter  3  %  " 

No.  150 


No.  84  COLUMN 

No.  531  BASE 

No.  150  FONT 

Diameter  4 'A  ",  Height  8" 

Diameter  9",  Height  9" 

Diameter  4  /j  ",  Height  5" 

No.  3260  FONT 

No.  558 

GLOBE 

Diameter  5",  Height  5" 

Diameter  5  5/a  " 

Height  4  %  " 
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ERSKINE  GLASS 


No.  904  Font 

3  V.  "  x  2  'A " 


• 

4 

3? 

$ 

No.  906  Font 

No.  907  Break 

No.  253-F  Font 

No.  922  Brea k 

No.  921  Font 

No.  912  Font 

3  Vi  "  x  2  'A  " 

2  'A  "  x  5  Vi  " 

2  'A  "  x  4" 

2  'A  "  x  5  '/a  " 

3  Vt  "  x  2  'A  " 

3  '/a  "  x  2  'A  " 

No.  905  Base 
4"  x  I  '/a  " 


i 

< 

No.  916  Break 

4"  x  1  3/b  " 

No.  2 5 3 - B  Base 

3  3/a  "  x  2" 

No.  478  Base 

3  'A  "  x  4  Vi  " 

No.  920  Base 

4"  x  2" 

No.  911  Base 
4 'A"  x  1" 

OPAL  GLASS  —  DECORATION  95  —  ,,POPPY,, 


No.  242  Chimney 
4  '/•  "  x  5  %  M 
I  5/s  "  Fitter 


No.  223  Chimney 
3  3A  "  X  6  'A  " 

I  5/s  "  Fitter 


No.  6530  Cylinder 
3"  Width 
6  Vi "  Height 


No 


.  224  Chimney 
4 'A"  x  6" 

I  V»  "  Fitter 


No.  I  0  Globe 

4"  x  43A" 

3  'A  "  Fitter 


No.  227  Chimney 
6"  x  5" 

3  'A"  Fitter 


No.  198  4"  x  5 '/» 

No.  196  3  'h  "  x  4  Vi 

I  %  "  Fitters 


I  • 

I I 


ERSKINE  GLASS 


No.  2104 


SEMI-INDIRECT  BOWLS 
No.  514  Width  12",  Fitter  10 
No.  515  Width  14",  Fitter  12 
No.  516  Width  16",  Fitter  14 
Super  Lux  Opal  Glass 


No.  146  Steam-Tight  Globe 

No.  258  Beamlite,  5"  Width 

Crystal  Glass 

With  Snap-on  Fittings 

Diameter  3  'A  ",  Depth  6" 

Crystal,  Amber,  Satin 

No.  345  Hobnail  Ball  Globe 

No.  2104  Crystal  Center  Bowl 

Diameter  5",  Fitter  3  '4  " 

Fired  Colors — Drilled  1  Hole 

Amber,  Rose,  Green,  White 

Width  1  0",  Depth  4" 

No.  372  Electric  Shade 

No.  3 5  Oil  Fount 

Height  4",  Fitter  2 'A" 

Collar  Fits  No.  2  Burner 

Amber,  White,  Pink 

Clear,  Decorated 

No.  275  Upright  Shade 

No.  276  Upright  Shade 

Diameter  5 'A",  Fitter  1  3/4" 

Diameter  5  'A  ",  Fitter  1  %  " 

Ivory  with  Clear  Top 

Ivory  with  Clear  Top 

No.  1026  Pressed  Dome 

No.  951  Pressed  Dome 

Dia  meter  7  7/b  " 

Diameter  4  'A  " 

Crystal,  Sandblasted  Inside 

Crystal,  Fired  Colors 
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ERSKINE  GRASS 


No.  5090 
No.  5070 


No.  915 


No.  5090 

CYLINDER  4"  x  3" 

No.  5070 

CYLINDER  4"  x  6" 

Bark  Design 

No.  915 

BREAK 

Diameter  2", 

Height  2" 

No.  114 

BREAK 

Dia  meter  1  %  " 

Height  V2  " 

No.  114 


No.  544  Closed  Bottom  Globe 
Height  4  5/s  ",  Fitter  3  'A  " 
No.  533  Marine  Cylinder 
Height  3  %",  Width  3  'A  " 


No.  2880  Crackled  Globe 
Diameter  5",  Height  4  'A  " 
Fitter  3  'A  " 


No.  343  Open  Bottom  Globe 

No.  583  Plain  Globe 

No.  346  Closed  Bottom  Globe 

Diameter  4  %  ",  Height  4  'A  " 

Height  4  V2  ",  Fitters  3  'A  " 

Fitter  3  'A  " 

No.  343 
No.  346 


No.  583 
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No.  260 
No.  306 

uni 


No.  260 

CYLINDER 

2" 

x  6" 

No.  306 

CYLINDER 

3" 

x  6" 

No.  1406 

CYLINDER 

4" 

x  6" 

No.  5040  Marine  Globe 
Diameter  4  V2  ",  Height  4  'A  " 
Fitter  3  V2  " 


ERSKINE  GLASS 


Lamp  Parts 

Crystal  —  Crystal  Sat 


No.  235  Upright  Globe 

Width  3  3/a  ",  Height  4J' 

Fitter  2  'A  " 

No.  481  FONT  Diam.  5" 

No.  401  FONT  Diam.  6" 

Bead  and  Pebble  Design 

No.  937  Pressed  Base 
Diameter  4",  Height  4 'A" 

No.  482  COLUMN 

Diameter  4  %  ",  Height  4  %  " 

No.  926  Pressed  Bowl 
Diameter  6  3/s  ",  Height  4  3A  " 
Drilled  1  hole 

No.  E- 1  1  Cone  Globe 

Di a  meter  4  A  ",  Height  5" 

Fitter  3  'A  " 

No.  935  Pressed  Base 
Diameter  4  A  ",  Height  4  A  " 

No.  1073  GLOBE 

Diameter  4",  Height  6" 

Fitter  3  *A  " 

No.  5  Globe  3"  Fitter 
Diameter  4  '/*  ",  Height  4  A  " 

With  or  without  hole 

No.  3451  Base  with  feet 

No.  3450  Globe — drilled  1  hole 
Diameter  5",  Height  5" 

fte' 

f, 

fflSfr 

Bvy; 

\ 

f.4;v,v . 

■  i « 
hi  i 

J|t| 

No.  926 


No.  935 


No.  3451 
No.  3450 
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GAS  SHADES 


ERSKINE  GLASS 


No.  I  I 
Half  Frosf 


No.  501 
Solid  Colors 


No.  51  1 

No.  705 

No.  230 

Diameter  6" 

Diameter  4  Vi  " 

Diameter  6" 

Fitter  3  Va  " 

No.  1  1 

Fitter  3  Va  " 

No.  501 

Fitter  3  Va  " 

Diameter  4" 

Diameter  4  Vi  " 

Fitter  3  Va  " 

Fitter  3  Va" 

Little  Nustyle 
Nustyle 

Little  Hurricane 


Vesta 

No.  39  R.R. 


No.  2  Cold  Blast 
Little  Universal 


Globes 

Height 

Diam. 

Top 

Diam. 

Bottom 

Cold  Blast 

6  A" 

2\r 

3  A" 

No.  39 

5  A" 

2  Vi" 

3  Va  " 

Vesta 

4A" 

2  ft" 

2  Va" 

Little  Hurricane 

3Hk>" 

2  5/s " 

2  3/s  " 

Globes 

Height 

Diam. 

Top 

Diam. 

Bottom 

Universal 

6A" 

2*8 

Little  Universal 

5  Vi” 

2  3/» ' ' 

7  ia»' 

Nustyle 

4  y8  ’• 

4A” 

3  A" 

Little  Nustyle 

3ig" 

3  Va" 

218" 
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